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3.131 (c) 

SAMITATIOM, 

(c) Housekeeping, 

Driad lea'^5, jugs, empty boxea and other misoallar>BQus hems natsd in Irgnt [^t kiictwn area. Also noted are tliie^ on 
discardod Items In an uncover^ wasto- cdnlamer. Facilliy shall ensure mal the nuildings and grounds are Kept clean 
and good saniiary conclitwn. 
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